ETag: "5983dbaeb0cacc90f30d5629cdd6b28f"
accept-encoding: identity
authorization: LOW MtXL0tEgFmJcLXjr:REDACTED_BY_IA_S3
connection: close
content-length: 1531
content-type: application/x-www-form-urlencoded
host: s3.us.archive.org
user-agent: Python-urllib/2.6
x-archive-meta-case-cause: 29:201 Fair Labor Standards Act
x-archive-meta-case-name: Newman et al v. Advanced Technology Innovation Corp.
x-archive-meta-collection: usfederalcourts
x-archive-meta-court: vaed
x-archive-meta-docket-num: 1:12-cv-00024-JCC-TRJ
x-archive-meta-language: eng
x-archive-meta-mediatype: texts
x-archive-meta-nature-of-suit: Labor: Fair Standards
x-archive-meta-pacer-case-num: 275416
x-archive-queue-derive: 0
x-upload-date: 2012-04-21T09:59:34.000Z
